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Only  publications  prepared  by  the  members  of  the  Center  for  Fire 
Research  (CFR)  staff,  by  other  National  Institute  of  Standards  and 
Technology  (NIST)  [formerly  National  Bureau  of  Standards  (NBS) ] 
personnel  for  CFR,  or  by  external  laboratories  under  contract  or 
grant  from  the  CFR  are  cited. 

NIST  Report  Series  are  available  for  purchase  from  either  the 
Government  Printing  Office  (GPO)  or  the  National  Technical 
Information  Service  (NTIS) . 

GPO  documents,  e.g.,  the  NIST  Technical  Note  series,  are  obtained 
by  writing  directly  to  the  Superintendent  of  Documents,  U.  S. 
Government  Printing  Office,  Washington,  DC  20402.  Orders  must  be 
payable  to  the  "Superintendent  of  Documents,  U.  S.  Government 
Printing  Office".  Major  credit  cards  also  may  be  used. 

NTIS  documents,  i.e.,  the  NISTIR  and  NIST-GCR  series,  are  obtained 
by  writing  directly  to  the  National  Technical  Information  Service, 
Springfield,  VA  22161.  Microfiche  copies  of  the  documents  also 
are  available  at  a cost  of  approximately  $8.00  for  domestic  orders. 
Orders  must  be  prepared  by  check  or  money  order  payable  to 
"National  Technical  Information  Service"  or  by  utilizing  your  NTIS 
deposit  account.  Major  credit  cards  also  may  be  used. 

The  Keyword  Index  lists  the  primary  (that  is,  the  first)  author 
once  under  the  appropriate  keyword.  However,  the  author  may  have 
one  or  more  references  on  this  topic.  For  additional  references, 
check  each  author  listed  under  a keyword. 
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